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tion is regulated by the quantity of air admitted to each one of the
two burning layers. The gas leaving these producers is fairly cool,
so that it is unnecessary to use an evaporator, while with a producer
for anthracite or coke an evaporator of sufficient size is essential.
In the Mond producer which is of ordinary construction soft coal
is gasified for the purpose of recovering the by-products, especially
the ammonia. On account of the high cost of these plants they are
only used for very large units. As all the by-products are utilized,
the gas produced is very cheap.